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the water supply, 745 
report of committee on private fire 
protection service, 679 
Fish, killed by chlorination, 804, 819 
Flanges for light cast iron pipe, 457 
Flow of water in pipes, proposed com- 
mittee to investigate, 342. 
Force mains, cost of pumping through, 
258 


aX 


Gallery collecting Des 
Moines, 475 

Gentian violet as a means of elimi- 
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ture, 501 


Illinois Section, 331 
Inpection methods to detect waste, 
Buffalo, 359 


if 


Institutional water works, Illinois, 
276 


Iowa, future public water supplies, 
S44 


Section, 611 


Jerusalem, water supply, 443 
Labor, war time wages, 795 
Lyster bag, 627, 659 
Mains, see Water mains 
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tion and repair, 753 
private fire protection, 679 
thawing frozen, 15, 20, 23, 24, 181 
Society affairs, 136, 331, 604 
Springfield, Ohio, typhoid caused by 
dual water supplies, 750 
Spring Valley Water Co., new meter 
rates, 37 
size of meters, 29 
Sprinklers, automatic, discharge of, 
usefulness in checking fires, 693 
St. Paul, Minn., dysentery caused by 
dual water supplies, 752 
Standard form of construction con- 
tract, 620 
Standardizing undersize fire coup- 
lings, 619 
Standards of purity for water used in 
railroad coaches, 490 
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